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UNISITE 40 
SETS NEW 
STANDARDS FOR 
UNIVERSA1 
DEVICE SUPPORT 
AND EASE 
OF USE. 



The UniSite 40 is compatible 
with most ASCII terminals. 




Staying on the leading edge of technology chal- 
lenges even the most innovative design engineers. 
You are continually bombarded with newer and 
more complex devices such as one-megabit 
EPROMs, MegaPALS® and PLCC devices. And, 
the nature of parts is changing as well. For exam- 
ple, programmable ASICs are increasingly used in 
new design starts. 

Data l/0®'s UniSite™ 40 sets the new stan- 
dard for universal device support and program- 
ming reliability. It allows you to use the latest 
technologies and devices in your designs without 
any additional hardware adapters. Based on a 
software-configured universal pin driver system 
and custom hardware, the UniSite 40 programs 
and tests any device of a given package type in a 
single site. And, there's no compromise in per- 
formance or speed. An advanced user interface 
greatly simplifies setup and operation. And 
updates are available on 3 Vi " micro diskettes. 

A SINGLE SITE FOR EVERY DEVICE. The UniSite 40 
includes manufacturer-approved algorithms* for 
more than 1200 devices in one site. A single-socket 
DIP module supports devices up to 40 pins, includ- 
ing PLDs, PROMs, IFLs, FPLAs, EPROMs, 
EEPROMs, and microcontrollers. And a single 
module for surface mount packages includes six 
sockets for 20-, 28-, 32-, 44-, 52-, and 68-pin 
PLCCs and one SOIC that supports 20-, 22-, 24- 
and 28-pin devices. To support a specific device, 
the UniSite 40 reassigns pin functions as required. 
A built-in functional test ensures that each pin 
driver is operating properly. 



CONVENIENT SOFTWARE UPDATES ON DISKETTE. 

No other programmer is as easy to update as 
the UniSite 40. As new devices are introduced, 
Data I/O will provide a new master Vk " micro 
diskette. Simply load it into the disk drive and the 
UniSite 40 is instantly updated. You can receive 
regularly scheduled updates through our Software 
Update Services, or whenever you choose. Either 
way, you'll never have to interrupt the design flow 
to add device support. 

HIGH-PERFORMANCE HARDWARE SETS NEW 
SPEED RECORDS. The UniSite 40 is driven by 
custom ICs, a high-speed RAM, and a 16-bit 
microprocessor which ensures that devices are 
programmed precisely to manufacturers' specifi- 
cations at record-breaking speed. The UniSite 40 
provides the flexibility of universal device support 
with the performance of a dedicated programmer. 
For example, EPROM programming and verifica- 
tion speeds rival any production programmer. And 
functional logic testing includes full high, low, and 
tristate speeds 10 times faster than any dedicated 
logic programmer. 
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Updates provided on conven- 
ient 3/2 ' ' micro-diskettes. 
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The UniSite 40's main menu prompts you one step at a time. 
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A built-in device list speeds parts selection. 




State-of-the-art, 16-bit micro- A single site for up to 40-pin 25 
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PROGRAMMING RELIABILITY BUILT IN. Data I/O 
has built in several features to ensure that the 
UniSite40will deliver uninterrupted, reliable per- 
formance for maximum yields. An auto-calibration 
sequence is performed at power-up or by com- 
mand. The UniSite 40 also automatically performs 
backwards device check, continuity testing, and a 
blank check to ensure device integrity before 
programming. 

A SUPERIOR USER INTERFACE FOR SIMPLE SETUP 
AND OPERATION. To select your device, simply 
enter in the device number, and the UniSite 40 
chooses the correct algorithm from a built-in 
device list. Because selection is done automati- 
cally, there's less chance of input error. HELP mes- 
sages offer relevant assistance as you need it. And 
all menus can be quickly selected using the cursor 
or single-letter commands. 

Parameters for ten devices of your choice are 
saved for instant recall at the touch of a single key. 
The UniSite 40 also includes prebuilt files for sev- 
eral popular devices. Select the "QuickCopy™ 
Mode," and in one fast sequence, your device is 
automatically programmed. 




A command set offers a number of shortcuts 
for frequent users. For example, you can build 
macros that tailor the programming operation to 
your application. Because each macro stores all 
programming data and test files, there's no need 
to download the data from the host every time you 
select that device. 

SET PROGRAMMING EFFICIENTLY TRANSFORMS 
YOUR CODE INTO FIRMWARE. With the UniSite 40, 
you'll no longer have to download separate data 
files or sections of files to program a set of 
devices. Instead, you can download an entire data 
file into RAM (up to a maximum of 512k bytes on 
disk) in one operation. The data is automatically 
split according to word width into as many devices 
as required, which you then program sequentially. 

SMART INTERFACES TAKE THE WORK OUT OF SYS- 
TEM SETUP. Data l/O's SmartPort™ self-configur- 
ing serial interface reduces the need for special 
cabling to connect the UniSite 40 to your host 
computer. And with support for 41 I/O protocols 
and selectable data rates from 300 to 19,200 baud, 
it can be used with most terminals. Just connect 
the UniSite 40 between your terminal or personal 
computer and your host. A "transparent mode" 
allows them to communicate directly. 

DESIGN FREEDOM FOR TOMORROW. When lead 
ing-edge designers want to use the latest devices 
and technologies in their designs, they turn to 
Data I/O. No other company delivers the freedom 
to design with any device of your choice. For more 
than 14 years, we've maintained an unmatched 
track record of device support. And today, the 
UniSite 40 sets the new standard for universal 
device support. 



Self-test LD 



RS232C remote and terminal 
ports (back panel) 



Universal pin driver cards 
include a custom gate array, 
custom linear chips, and 540 
surface mount devices. 








SmartPort for easy system 
interfacing (back panel) 



Programmable power sup- 
plies and custom hardware 
flexible enough to support 
1200 devices 










6k RAM (512k RAM 
stional) 



3Vi " disk drive and optional 
second disk drive 



A single site for PLCCs and 
SOICs 
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U.S. SALES OFFICES 

Data I/O (206) 881-6444 

FutureNet (818) 700-0691 

Western Region (714) 662-1182 

(408) 727-0641 

Eastern Region (404) 668-0135 

(603) 889-8511 
(703) 759-7225 
(305) 660-8610 

Central Region (214) 235-0044 

(312) 698-6810 
(303) 694-7050 

Alabama (205) 881-9298 

Alaska (503) 246-0962 

Arizona (602) 263-6022 

Arkansas (214) 644-5010 

(713) 956-0837 
(512) 327-7033 
(918) 665-7788 

California, Northern (408) 727-0641 

California, Southern (714) 662-1182 

Colorado (303) 321-4246 

Connecticut (603) 889-8511 

Delaware (703) 759-7225 

Florida (305) 394-7400 

(305) 678-6809 

Florida, Northern (205) 881-9298 

Georgia (404) 424-1931 

Hawaii (503) 246-0962 

Idaho (801) 534-0500 

Illinois, Northern (312) 945-8700 

Illinois. Southern (314) 839-0800 

Indiana (317) 244-7867 

Iowa (319) 373-0200 

Kansas (314} 839-0800 

(816) 229-4007 

Kentudw, Western (317) 244-7867 

Kentucky, Eastern (412) 322-9000 

Louisiana (214) 644-5010 

(713) 956-0837 
(512) 327-7033 
(918) 665-7788 

Maine (603) 889-851 1 

Maryland (703) 759-7225 

Massachusetts (603) 889-8511 

Michigan (313) 421-7500 

(616) 323-2416 

Minnesota (612) 835-2414 

Mississippi (205) 881-9298 

Missouri (314) 839-0800 

(816) 229-4007 

Montana (801) 534-0500 

Nebraska (314) 839-0800 

(816) 229-4007 

Nevada (602) 263-6022 

New Hampshire (603) 889-8511 

New Jersey, North 1-800-858-5803 

New Jersey, South (703) 759-7225 

New Mexico (505) 842-6633 

New York, Metro 1-800-858-5803 

New York, Upstate (315) 446-0220 

North Carolina (919) 852-6000 

North Dakote (612) 835-2414 

Ohio (513) 426-5551 

(216) 729-0190 

Oklahoma (214) 644-5010 

(713) 956-0837 
(512) 327-7033 
(918) 665-7788 

Oregon (503) 246-0962 

Pennsylvania (703) 759-7225 

Puerto Rico (603) 889-8511 

Rhode Island (603)889-8511 

South Carolina (919} 852-6000 

South Dakota (612) 835-2414 

Tennessee (404) 424-1931 

(205) 881-9298 

Texas (214) 644-5010 

(713) 956-0837 
(512) 327-7033 
(918} 665-7788 

Texas, El Paso Co (505) 842-6633 

Utah (801) 534-0500 

Vermont (603) 889-8511 

Virginia (703) 759-7225 

Washington, Western & Spokane (206) 881-8857 

Washington, Tri Cities & Vancouver (503) 246-0962 

Washington D.C . (703) 759-7225 

West Virginia (412) 322-9000 

Wisconsin (414) 784-7736 

Wyoming (303} 321-4246 



INTERNATIONAL SALES OFFICES 
AND REPRESENTATIVES 

THE NETHERLANDS (20) 622866 

GERMANY (6182} 3088/89 

JAPAN (03) 432-6991 

AUSTRALIA (Anitech) 

Adelaide (08) 356-7333 

Brisbane (07) 275-1766 

Melbourne (03) 795 9011 

Sydney (02) 648-171 1 

Perth (09) 277-7000 

Lidcombe (02) 647-2266 

AUSTRIA (Steiner) (222) 827474 

BELGIUM 

Simac Electronics (2) 2192451 

BRAZIL (Sistronics) 

Sao Paulo (11) 247-5588 

Rio de Janeiro (21) 284-1248 

CANADA (Allan Crawford Associates) 

Mississauga, Ontario (416) 890-2010 

Ottawa, Ontario (613} 596-9300 

St. Laurent (Montreal) (514) 731-8564 

Calgary, Alberta (403) 291-3417 

Burnaby, B.C (604} 294-1326 

CHINA (Dorado Company) 

U.S.A (206) 583-0000 

Hong Kong 3-7702021 

DENMARK 

ITT Murtikomponent A/S (2) 456645 

FINLAND 

Instrument Hum Elektroniikka (0) 5284312 

FRANCE 

M.B. Electronique (13} 9568131 

GERMANY, FEDERAL REPUBLIC OF 

Instrumatic Electronic GmbH (89) 85802-0 

GREECE 

Eltronics Ltd (1) 7249511/15 or 7210669 

HONG KONG 

Eurotherm (Far East) Ltd 5-546391 

INDIA (Transmarketing Private Ltd.) 

Bombey 022 4921874, 4920320 or 4926044 

Bangalore 560-046 

ISRAEL 

Telsys Ltd (3) 494891/5 

ITALY (Sistrel SpA) 

Rome (6) 5915551 

Milan (2) 6120129 or 6181893 

KOREA 

Elcom Systems Inc (2) 555-5??? 

MALAYSIA 

GEA Technology PTE, Ltd 65 2729412 

MEXICO 

Christensen, S.A 546-25-95 or 546-29-55 

NETHERLANDS 

Simac Electronics (40) 58291 1 

NEW ZEALAND (Anitech) 

Auckland (649) 444-2645 

NORWAY 

Teleinstrument A/S (2) 789460 

PORTUGAL 

Decada Espectral (1)2103420 

SINGAPORE 

GEA Technology PTE, Ltd (65} 2729412 

SOUTH AFRICA 

Electronic Building Elements (12) 46-9221 /7 

SPAIN (Unitronics) 

Madrid 2425204 

SWEDEN 

Macrotek AB (8) 7330220 

SWITZERLAND 

Instrumatic AG (1) 7231410 

Instrumatic SA (22) 360830 

TAIWAN 

Sertek International, Inc (2) 5010055 

THAILAND 

Dynamic Supply Engineering (2} 3928532 or 3925313 

UNITED KINGDOM 

Microsystem Services (494} 41661 




Our customer support programs will deliver on-going service 
throughout the life of your UniSite 40. With worldwide service 
centers staffed by specially trained technicians, we offer the 
most comprehensive support network available from any 
device programmer manufacturer. When you need 
assistance, our Customer Resource Engineers are just a phone 
call away. 



'Submitted for approvals. 

™ UniSite, QuickCopy and SmartPort are trademarks of Data I/O 

Corporation. 
• Data I/O is a registered trademark of Data I/O Corporation. 
™MegaPALs is a registered trademark of Monolithic Memories, Inc. 
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